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1. Between 22 and 29 July 1953 , the Arad arsenal was moved to Vlntul-de-Jos by 
railroad* 

2* The following weapons were observed to be loaded aboard the trains that took 
them to their new location; 


Pistols, type PTT-33 795 
Pistols, type Nagant-95 ?8 
Machine pistols PPD 107 
Machine pistols 40 . (German Erma) 16 
Light machine guns type C-48 64 
Light machine guns, type ZB -3 8 128 
Heavy machine guns, type 0-8 (German) 24 
Heavy machine guns, Lewis 72 
Heavy machine guns, type SD 8 
Infantry rifles, 98 -K 1235 
Infantry rifles, Mossin Nagant 57^0 
Carbines 91/50 4450 
Mortars, D-30 (50 mm) 180 
Mortars, I)-38 64 
AT guns, M~4l (57 mm) 

Accompanying guns, Re-48 ( 76.2 mm) 24 
Mountain howitzers (105 mm) l 6 
Light field howitzers, Putilov 38 (122 mm) 42 


Heavy field howitzers Schneider 09/30 (152 mm) 24 
3* All these weapons were intact and in operating condition. 
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